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ERRATA 


Page 61 14 lines from end for ‘‘ 1:5 lb.’’ read ‘1-5 U.S. pints ”’ 
,, 104 line 26 for ‘‘ 0:15 per cent.’’ read ‘‘ 0:0225 per cent.’’ 
» 9, line 27 for ‘‘ 0-0225 per cent.’’ read ‘‘ 0-15 per cent.’’ 
,, 282 line 12 for ‘* phosphoronothionate ’’ read ‘‘ phosphorothionate *’ 


D 


,, 278 7 lines from end for “‘ Acrysocharella’’ read ‘‘ Achrysocharella ”’ 
,, 9831 8 lines from end for “* [42 213] ”’ read ‘‘ [42 313] ”’ 


,, 9882 line 28 for ‘‘ Eastop (J. F.)’’ read *‘ Hastop (V. F.)”’ 


